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ORIGIN EUR- 12 

INFO OCT-01 ISO-OO DODE-OO FEA-01 ACDA-10 CEQ-01 CIAE-00 
DOTE-OO EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 
NSAE-00 NSC-05 NSF-02 OIC-02 PA-02 PM-04 PRS-01 
SAJ-01 OES-06 SP-02 SS-15 TRSE-00 USIA-15 COME-OO 
/107R 

DRAFTED BY EUR/RPM:ESCAMPBELL 
APPROVED BY EUR/RPM:ESCAMPBELL 
EPA/CCMS:FAHARRIS 
NBS:CPHILLIPS 
HUDJROTHENBERG 

045965 

R 030928Z APR 76 
FM SECSTATE WASHDC 
TO ALL NATO CAPITALS 
AMEMBASSY STOCKHOLM 
AMEMBASSY DUBLIN 
USMISSION OECD PARIS 
USMISSION EC BRUSSELS 

UNCLAS STATE 080471 

E.O. 11652: N/A 

TAGS: CCMS, ENRG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY PILOT 

STUDY - MODULAR INTEGRATED UTILITY 
SYSTEMS MEETING, MORET-SUR-LOING, 

FRANCE, MAY 1 8- 1 9, 1 976 

1 . REQUEST EMBASSY PASS FOLLOWING INVITATION TO SUBJECT 
MEETING TO DESIGNATED MIUS REPRESENTATIVES LISTED PARA 4, 
FROM CLINTON W. PHILLIPS, CHAIRMAN, CCMS MIUS PROJECT: 
UNCLASSIFIED 

PAGE 02 STATE 080471 

BEGIN LETTER: 

DEAR ( ) 
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THE NEXT MEETING OF THE CCMS MODULAR INTEGRATED UTILITY 
SYSTEMS (MIUS) AND TOTAL ENERGY PROJECT WILL BE HELD ON 
MAY 18-19, 1976 AT THE LABORATORIES OF THE ELECTRICITE 
DE FRANCE, CENTRE DES RENARDIERES, MORET-SUR-LOING, FRANCE 
(SOUTH OF PARIS NEAR FONTAINEBLEAU). 

MR. MICHEL SIMON, CHIEF OF THE DIVISION FOR GENERAL 
STUDIES, DEPARTMENT FOR THE APPLICATION OF ELECTRICITY AT 
ELECTRICITE DE FRANCE WILL BE THE MEETING HOST. 

AS A PART OF THE MEETING THERE WILL BE AN INSPECTION 

TOUR OF THE EDF LABORATORY WORK IN SUCH AREAS AS ADVANCED 
HEAT PUMP RESEARCH, SOLAR COORDINATION WITH HEAT PUMPS, 

AIR DISTRIBUTION MEASUREMENT TECHNOLOGY. THERMAL STORAGE/ 
LOAD MANAGEMENT INVESTIGATIONS. WASTEWATER TREATMENT 
TECHNIQUES. 

EXPERTS IN DEVELOPMENT AND APPLICATION OF ENERGY-EFFECTIVE 
COMMUNITY-SIZED SYSTEMS FOR PROVIDING ELECTRIC POWER, 
HEATING AND COOLING, DOMESTIC HOT WATER, WASTEWATER 
TREATMENT, SOLID WASTE ENERGY RECOVERY OR OTHER UTILITY 
RELATED PROJECTS ARE INVITED TO PARTICIPATE IN THIS 
PROJECT AND TO ATTEND THIS MEETING. 

THE AGENDA WILL INCLUDE: 

- REVIEW AND APPROVAL OF THE REPORTING FORMS FOR USE IN 
THE INTERNATIONAL PROJECTS CATALOG. 

- REVIEW AND APPROVAL OF THE PROJECT PROGRESS/EVALUATION 
REPORT FORM. 

- DISCUSSION OF PROCEDURES FOR IMPLEMENTATION OF THE 
INTERNATIONAL PROJECT CATALOG AND ITS DISTRIBUTION. 

- DISCUSSION AND REVIEW OF THE DEVELOPMENT OF A STANDARD 
UNCLASSIFIED 
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METHODOLOGY FOR MEASURING AND REPORTING PERFORMANCE OF 
MIUS-TYPE PROJECTS. 

- COMMITTEE REPORTS AND CONSIDERATION OF NEW TASKS. 

- DISCUSSIONS OF CURRENT PROJECTS BY NATIONAL EXPERTS IN 
ATTENDANCE. PARTICIPANTS ARE REQUESTED TO BRING DESCRIP- 
TIVE MATERIAL FOR DISTRIBUTION TO ATTENDEES. 

- TECHNICAL DISCUSSIONS AND TOUR OF EDF LABORATORIES. 

TECHNICAL MATERIAL FOR REVIEW AND FOR TESTING OF PROPOSED 
REPORTING FORMS WILL BE FORWARDED TO COMMITTEE MEMBERS, 
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PREVIOUS CCMS-MIUS PROJECT PARTICIPANTS, AND WILL BE 
SENT TO NEW PARTICIPANTS UPON REQUEST. THE RESULTS OF 
THIS REVIEW AND TEST WILL BE COMPILED AND MADE A VAIL ABIE 
FOR DISCUSSION AT THE NEXT MEETING. 

PLEASE CONFIRM YOUR PARTICIPATION IN THIS MEETING BY MAY 1 
WITH MY OFFICE THROUGH THE U.S. EMBASSY IN YOUR COUNTRY, 
AND NOTIFY THE MEETING HOST, MR. MICHEL SIMON, IF HOUSING 
ACCOMMODATIONS ARE DESIRED NEAR THE MEETING PLACE. HIS 
ADDRESS, AND DIRECTIONS TO EDF, ARE AS FOLLOWS: MR. SIMON, 

CHEF DE LA DIVISION ETUDES GENERALES, APPLICATIONS DE 
L'ELECTRICITE, ELECTRICITE DE FRANCE, CENTRE DES RENARD- 
IERES 77250 MORET-SUR-LOING, FRANCE. HIS TELEPHONE 
NUMBER IS 422-48-20 AND HIS TELEX NUMBER IS 69-971F. 

PLEASE LET HIM KNOW AS EARLY AS POSSIBLE (AND NOT LATER 
THAN MAY 1) WHAT ACCOMMODATIONS YOU WOULD LIKE RESERVED. 
MR. SIMON ADVISES THAT THE MOST APPROPRIATE TRAVEL FROM 
PARIS OR THE PARIS AIRPORTS IS BY AUTO USING ROUTE 
A6 SOUTH FROM PARIS TO ROUTE N7E TO FONTAINEBLEAU, THEN 
ROUTE N5 TO EDF NEAR MORET-SUR-LOING. (EDF EXIT IS 
BEYOND MORET-SUR-LOING CENTRE- VILLE EXIT ON ROUTE N5 
FROM FONTAINEBLEAU) 

FOR FURTHER INFORMATION CONCERNING THE CCMS-MIUS PROJECT 
OR THE MEETING, PLEASE WRITE DIRECTLY TO ME AT ROOM A146, 
BLDG. 225, NATIONAL BUREAU OF STANDARDS, WASHINGTON, D.C. 
20234 USA. THE TELEPHONE NUMBER IS 301-921-3741, TELEX 
UNCLASSIFIED 

PAGE 04 STATE 080471 

NUMBER 89-8493. 

WE HOPE TO SEE YOU AT EDF THIS MAY. END LETTER. 

2. TENTATIVE AGENDA FOR MEETING IS AS FOLLOWS: 

BEGIN AGENDA 
TUESDAY MAY 18 

0900 CALL TO ORDER AND INTRODUCTION 

WELCOME TO FRANCE 

WELCOME TO ELECTRICITE DE FRANCE 

UPDATE OF CCMS ACTIVITIES, GOALS AND OBJECTIVES 

TASK 1 DATA FORMAT COMMITTEE 

DISCUSSION AND REVIEW FOR APPROVAL: 

A. FORMS FOR USE IN THE INTERNATIONAL PROJECT 
CATALOG 
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B. FORMAT FOR PROJECT PROGRESS/EVALUATION 
REPORT FORM 

C. PROCEDURES FOR IMPLEMENTATION OF THE 
INTERNATIONAL PROJECT CATALOG AND 
DISTRIBUTION OF THE CATALOG AND REPORTS 

D. TASK 1 DISCUSSION WILL BE LED BY C.W. 

PHILLIPS (USA) CHAIRMAN OF THE DATA FORMAT 
COMMITTEE. ALL CCMS-MIUS PROJECT EXPERTS 
ARE REQUESTED TO PARTICIPATE. PRINCIPAL 
DATA FORMAT COMMITTEE MEMBERS TO DATE 

INCLUDE CANADA (K.R.SOLVASON), ITALY 
(M.MANGIALAJO), NETHERLANDS (J.W.H. VAN 
DEN BERGH), UNITED KINGDOM (P.J.O'NEILL) 

AND UNITED STATES (C.W.PHILLIPS) 

1 245 LUNCH - COURTESY OF EDF (COFFEE BREAK 
AT 1045) 

UNCLASSIFIED 
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1345 TASK 2 MEASUREMENT TECHNOLOGY COMMITTEE 
DISCUSSION AND REVIEW OF : 

A. GOALS AND OBJECTIVES 

B. OUTLINE AND MATERIAL DEVELOPED TO DATE 

C. DEFINITION OF IMMEDIATE TASKS 

D. TASK 2 DISCUSSION WILL BE LED BY 
MR. J.A.KNOBBOUT (NETHERLANDS) 

CHAIRMAN OF THE MEASUREMENT TECHNOLOGY 
COMMITTEE. ALL CCMS-MIUS PROJECT 
EXPERTS ARE REQUESTED TO PARTICIPATE. 
PRINCIPAL MEASUREMENT TECHNOLOGY 
COMMITTEE MEMBERS TO DATE INCLUDE 
FRANCE (M. SIMON), FED. REPUBLIC OF 
GERMANY (H.KLEIN OR F.RICHTER), 

NETHERLANDS (J.A.KNOBBOUT), SWEDEN 
(U.RENGHOLD ) AND UNITED STATES 
(C.W.PHILLIPS) 

1 645 ADJOURN FOR THE DAY 

DINNER AFTER DINNER SCHEDULE OPEN FOR 

CONTINUATION OF TASKS 1 OR 2 IF NECESSARY 

WEDNESDAY, MAY 19 

0900 COMMITTEE REPORTS 

DATA FORMAT COMMITTEE 
MEASUREMENT TECHNOLOGY COMMITTEE 
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(ADDITIONAL ITEMS, IF ANY, REQUIRING 

CCMS-MIUS PROJECT ACTION RESULTING FROM 

TASKS 1 OR 2 ON MAY 18) 

GLOSSARY REPORT ON COMPLETION AND 

DISTRIBUTION DISTRIBUTION 

OTHER BUSINESS 

- NEW PROJECT TASKS 

UNCLASSIFIED 
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- DATE AND PLACE FOR NEXT MEETING 

UPDATE ON NATIONAL INTEGRATED UTILITY 
SYSTEMS PROJECTS 

BRIEF REPORTS OF ON-GOING PROJECTS 
IN THE REPRESENTED COUNTRIES BY EXPERTS 
IN ATTENDANCE. (NOTICE TO PRESENTORS : 
WRITTEN REPORTS FOR DISTRIBUTION TO 
ATTENDEES WILL BE HELPFUL) 

1 200 LUNCH - COURTESY OF EDF (COFFEE BREAK 
AT 1030) 

1 300 CONTINUATION, IF NECESSARY, OF PROJECT 
UPDATE REPORTS. 

(NOT LATER THAN) 

1400 TOUR OF EDF LABORATORIES 

- TEST CELLS FOR STRUCTURE THERMAL 
EVALUATION 

- ADVANCED HEAT PUMP RESEARCH FOR RESI- 
DENTIAL, COMMERCIAL AND INDUSTRIAL 
PROCESS APPLICATION 

- SOLAR COORDINATION WITH HEAT PUMPS 

- AIR DISTRIBUTION MEASUREMENT TECHNOLOGY 

- POLYMERIZATION TECHNIQUES FOR AIR 
CLEANING 

- ULTRA HIGH FREQUENCY HEATING FOR 
INDUSTRIAL USE 

- TESTING OF SOLAR COLLECTORS 

- THERMAL STORAGE/LOAD MANAGEMENT INVESTI- 
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GATIONS 

- WASTEWATER TREATMENT TECHNIQUES 

- OTHERS 

1630 ADJOURNMENT 
END AGENDA. 

3. MIUS PROJECT CHAIRMAN HAS AIRMAILED TO EMBASSY 
CCMS OFFICER/SCIATT LIST OF INDIVIDUALS WHO HAVE 
RECEIVED DETAILED INFO ON MAY MEETING AND EXTRA COPIES 
OF MATERIAL TO PASS TO ADDITIONAL MIUS CONTACTS KNOWN TO 
EMBASSY, IF ANY. IN SOME CASES, ALL INFO PACKETS 

HAVE BEEN MAILED TO EMBASSY TO PASS TO MIUS EXPERTS. 

4. DESIGNATED MIUS REPS ARE: 

EC BRUSSELS M. ALLION, E.E.C. DIRECTORATE GENERAL 
ENERGY, 200 RUE DE LA LOI, 1 049, 

BRUSSELS 

DR. GUNTHER SCHUSTER, DIRECTOR GENERAL 
FOR RESEARCH, SCIENCE AND EDUCATION, 

COMMISSION OF THE EUROPEAN COMMUNITIES 
RUE DE LA LOI 200, B- 1040 BRUSSELS 


BELGIUM H.J. FONTENOY, PROGRAMMATION DE LA 
POLITIQUE SCIENTIFIQUE, 8, RUE DE LA 
SCIENCE, 1040 BRUSSELS 

CANADA K.R. SOLVASON, DIVISION OF BUILDING 

RESEARCH, NATIONAL RESEARCH COUNCIL, 
OTTAWA, ONTARIO, CANADA KIA-OR6 

UNCLASSIFIED 

PAGE 08 STATE 080471 

DENMARK PROF. E. BJORN QVALE, LABORATORY FOR 
ENERGETICS, TECHNICAL UNIVERSITY OF 
DENMARK, BUILDING 405, DK-2800 
LYNGBY, DENMARK 
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FRANCE MICHEL SIMON, CHEF DIVISION ETUDES GENER- 

AT.F.S. DEPARTMENT DES APPLICATION DE 
L'ELECTRICITE, ELECTRICITE DE FRANCE 
LES REN ARDIERES BP1 MORET-SUR-LOING, 

77210 

JACQUES ZYSS, AJOINT OAU SECTEUR INDUS- 
TRIEL, AGENCE POUR LES ECONOMES 
D’ENERGIE, 30 RUECAMBRONNE, PARIS, 15 

GERMANY DR. HELMUT KLEIN, BUNDESMINISTERIUM FUR 
FORSCHUNG UND TECHNOLOGIE, D53 
BONN-BAD GODESBERG, STRESEMANNSTRASSE 2 

ITALY MARZIO MANGIALAJO, CISE-(MILAN) C.P. 3986- 
MILAN 20100 

NETHERLANDS J.A.KNOBBOUT, CENTREM VOOR ENERGIE- 
VRAAGSTUKKEN TNO. P.O. BOX 342, 

APELDOORN 

NORWAY HALVARD HAGEN, DIVISION OF BUILDING 

TECHNOLOGY, NORWEGIAN BUILDING RESEARCH 
INST., FORSKNINGSVEIEN 3B, OSLO, 3 

UNITED KINGDOM PETER O'NEILL, DIRECTORATE OF RESEARCH 
REQUIREMENTS, DEPARTMENT OF THE ENVIRON- 
MENT, 2 MARSHAM STREET, SWI, LONDON 

IRELAND P.A. ROBERTS, INSTITUTE FOR INDUSTRIAL 
RESEARCH AND STANDARDS, BALLYMUN ROAD, 

DUBLIN 9 

SWEDEN ULF RENGHOLD, ASSOCIATION OF SWEDISH 
HEATING AND VENTILATION ENGINEERS, 
HANTVERKARGATAN 8, STOCKHOLM 

UNCLASSIFIED 
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5. IF HOST GOVT HAS NO DESIGNATED MIUS REPRESENTATIVE, 

EMBASSY SHOULD PASS INVITATION TO APPROPRIATE HOST GOVT 

ENERGY OFFICIALS. 

6. REQUEST EMBASSY NOTIFY MIUS PROJECT DIRECTOR 

THROUGH DEPT (EUR/RPM:CAMPBELL) ASAP OF ACCEPTANCES/ 

REGRETS TO SUBJECT MEETING. 

KISSINGER 

UNCLASSIFIED 


« END OF DOCUMENT » 
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